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RURAL  ELECTRIFICATION  ADMINISTRATION 
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FOR  RELEASE  IN  MORNING 
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OCTOBER  19,  1938 


The  Rural  Electrification  Administration  today 


announced  allotments  totaling  $4,008*500  for  ^7  projects  in 


ID  States.  This  "brings  allotments  made  by  REA  since  it  was 


established  in  1935  to  $147,485,645,  of  which  $59,705,700 


has  been  allotted  since  July  1,  1938, 


Details  of  the  allotments  are  attached: 
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ARKANSAS  24  WASHINGTON 


v 


Ozark  Rural  Electric  Cooperative 
Corporation, 

Fayetteville,  Arkansas 
(Shannon  Pharr,  Pres.) 

GEORGIA  20  TROUP 

Troup  Rural  Electric, Corporation 

LaGrange,  Georgia 

(F.  M.  Freeman,  Supt.) 


GEORGIA  31  UPSON 

Upson  County  Electric  Membership 
Corporation, 

Thomaston,  Georgia 
(Thomas  S.  Jackson,  Supt.) 


INDIANA  6 BOONE 
Boone  County  Rural  Electric 
Membership  Corporation, 
Lebanon,  Indiana 
(H.  E.  Antle,  Manager) 


INDIANA  42  PARKE 
Parke  County  Rural  Electric 
Membership  Corporation, 
Rockville,  Indiana 
(Reuben  Dooley,  'Supt.) 


INDIANA  47  ORANGE 
Orange  County  Rural  Electric 
Membership  Corporation, 
Orleans,  Indiana 
(Frank  H.  Allen,  Fres.) 

LOUISIANA  9 LAFAYETTE 
Southwest  Louisiana  Electric 
Membership  Corporation 
Lafayette,  Louisiana 
(Harry  D.  Bowles,  Supt.) 


MINNESOTA  4 LAKE 

Cooperative  Light  and  Power  Ass’n, 
Two  Harbors,  Minnesota 
(Walter  Cullen,  Supt.) 


$244,000  to  build  about  260, miles  of  line 
to  serve  888  elastomers  in  Washington, 
Madison  and  Benton  Counties. 


$135,000  to  build  about  152  miles  of  line 
to  serve  558  customers  in  Troup,  Harris, 
Meriwether  Counties,  Georgia,  and  Chambers 
County,  Alabama.  The  project  previously 
has  been  allotted  $79,500  to  build  82  miles 
of  line  to  serve  363  customers  in  Harris 
and  Troup  Counties. 

$129,000  to  build  about  121  miles  of  line 
to  serve  631  customers  in  Pike,  Talbot 
and  Upson  Counties.  The  project  previously 
has  been  allotted  $67,000  to  build  65 
miles  of  line  to  serve  368  customers,  and 
$10,000  to  finance  house  wiring  and  plumb- 
ing installations. 

$54,000  to  build  about  35  miles  of  line  to 
serve  148  customers  in  Boone  and  Clinton 
Counties.  The  project  previously  has  been 
allotted  $592,926  to  build  550  miles  of 
line  to  serve  1,210  customers  in  the  above 
mentioned  and  Hamilton,  Hendricks,  Marion 
and  Montgomery  Counties,  and  $3,000  to 
finance  house  wiring  and  plumbing  in- 
stal lations . 

$82,000  to  build  82  miles  of  line  to  serve 
246  customers  in  Parke,  Putnam  and  Clay 
Counties.  The  project  previously  has 
been  allotted  $267,000  to  build  267  miles 
of  line  to  serve  980  customers  in  the 
above  mentioned  and  Vigo  Counties. 

$20,000  to  build  about  17  miles  of  line  to 
serve  87  customers  in  Orange  and  Lawrence 
Counties.  The  project  previously  has  been 
allotted  $128,000  to  build  116  miles  of 
line  to  serve  416  customers. 

$94,000  to  build  about  133  miles  of  line  to 
servo  388  customers  in  St.  Landry, 
Lafayette,  Acadia,  Evangeline,  Vermillion 
and  St.  Martin  Parishes.  The  project  pre- 
viously ha,s  been  allotted  $420,000  to 
build  485-|-  miles  of  line  to  serve  1,700 
customers,  and  $15,000  to  finance  house 
wiring  and  plumbing  installations* 

$84,000  to  build  about  56  miles  of  line  to 
serve  203  customers  in  Lake  and  St.  Louis 
Counties.  The  pro  j ect.  previously  has  been 
allotted  $100,000  to  build  97  miles  of  line 
to  serve  417  customers. 


2 


MINNESOTA  48  ANOKA 
Anoka  County  Cooperative  Light  and 
Power  Association 
Anoka,  Minnesota 
(George  L.  Morris,  Su.pt.) 


j.lINNESOTA  53  WASECA 
Steele-Waseca  Cooperative  Electric 
Association, 

Waseca,  Minnesota 

(L.  P.  Zimmerman,  Supt.) 


NEBRASKA  26  PLATTE 

Loup  River  Public  Power  District 

Columbus,  Nebraska 

( V . M . Young , Sup  t . ) 


NORTH  CAROLINA  23  CALDWELL 

Caldwell  Mutual  Corporation 
Lenoir,  North  Carolina 
(George  E.  Messick,  Supt.) 


NORTH  DAKOTA  11  CASS 

Cass  County  Electric  Cooperative,  Inc., 
Kindred,  North  Dakota 
(Max  Strchlow,  Supt.) 


OHIO  32  BELMONT 

Belmont  Electric  Cooperative,  Inc. , 
St.  Clairsville,  Ohio 
(H.  L.  McAllister,  Supt.) 


$209,000  to  build  about  173  miles  of  line 
to  serve  666  customers  in  Anoka,  Sherburne, 
Washihgton,  Isanti  and  Ramsey  Counties. 

The  project  previously  has  been  allotted 
$180,000  to  build  168  miles  of  line  to 
serve  510  customers  in  the  above  men- 
tioned and  Hennepin  Counties,  .and  $10,000 
to  finance  house  wiring  and  plumbing 
installations . 

$250,500  to  build  about  189  miles  of  line 
to  serve  554  customers  in  Steele,  Waseca, 
Dodge,  Rice,  Ereeborn  and  Blue  Earth 
Counties.  The  project  previously  has  been 
allotted  $470,000  to  build  380  miles  of 
line  to  serve  977  customers  in  the  above 
mentioned  and  Earibault  Counties,  and 
$10,000  to  finance  house  wiring  and 
plumbing  installations. 

$214,000  to  build  about  220  miles  of  line 
to  serve  544  customers  in  Platte  and 
Colfax  Counties.  The  project  previously 
ha.s  been  allotted  $391,000  to  build  354 
miles  of  line  to  serve  815  customers, 
and  $5,000  to  finance  h^use  wiring  and 
plumbing  installations. 

$377,000  to  build  about  276  miles  of  line 
to  serve  1,507  customers  in  Alleghany, 

Ashe,  Watauga  Counties,  North  Carolina, 
and  2 miles  in  the  State  of  Tennessee. 

The  project  previously  has  been  allotted 
$528,000  to  build  505  miles  of  line  to 
serve  2,739  customers  in  Caldwell  and 
Watauga  Counties,  and  $36,400  to  finance 
house  wiring  and  plumbing  installations. 

$250,000  to  build  about  239  miles  of  line 
to  serve  550  customers  in  Cass,  Barnes, 
Ransom,  Sargent  and  La  Moure  Counties. 

The  project  previously  has  been  allotted 
$500,772  to  build  457  miles  of  line  to 
serve  1,234  customers  in  Cass,  Richland, 
Barnes  and  Traill  Counties,  and  $10,000 
to  finance  house  wiring  and  plumbing 
installations . 

$220,000  to  build  about  186  miles  of  line 
to  serve  993  customers  in  Monroe,  Belmont 
and  Harrison  Counties.  The  project  pre- 
viously has  been  allotted  $294,500  to 
build  277  miles  of  line  to  serve  979 
customers  in  the  above  mentioned  and 
Jefferson  Counties,  and  $3,000  to  finance 
house  wiring  and  plumbing  installations. 


OHIO  4-1  LICKING-  $258,000  to  "build  about  244  miles  of 

Licking  Rural  Electric  Cooperative,  Inc., line  to  serve  655  customers  in  Knox, 


Newark,  Ohio 
( C . D . Dunlap , Supt . ) 


OHIO  86  GUERNSEY 
Guerns ey- Muskingum  Elec tri c 
C o o pe  r o,  t i v c , Inc., 

Now  Concord,  Ohio 
(H.  3.  Smith,  Supt.) 

SOUTH  CAROLINA  9 RICHLAND 
South  Carolina  State  Rural 
Electrification  Authority 
Columbia,  South  Carolina 
(U.  X.  Cullum,  Engineer) 


TEXAS  40  BOWIE 

Bowie- Cass  Electric  Cooperative,  Inc. , 
Eouglassville , Texas 
(William  L.  Hubbard,  Supt.) 


TEXAS  52  FANNIN 

Fannin  County  Electric  Cooperative,  Inc 
3 o nh run , T exas 
(J.  3.  Richey,  Supt.) 


TEXTS  50  LYNN 

Lyntogar  Electric  Cooperative,  Inc., 
T ; ihoka , T exa s 
( J o hn  Hock,  Pres.) 

TEXTS  64  SxN  AUGUSTINE 

Deep  2o,s t Texas  Electric 
Cr o perat ive , Inc . , 

San  Augustine,  Texas 
(D.  N.  Beasley,  Supt.) 


Licking  and’ Perry  Counties.  The  project 
previously  has  been  allotted  $277,000 
to  build  278  miles  of  line  to  serve  830 
customers  in  Licking  and  Knox  Counties, 
and  $5,000  to  finance  house  wiring  and 
plumbing  installations. 

$237,000  to  build  about  242  miles  of  line 
to  serve  850  customers  in  Guernsey, 
Muskingum  and  Noble  Counties.  The  project 
previously  has  been  allotted  $274,000 
to  build  273  miles  of  line  to  serve 
1,036  customers. 

$98,000  to  build  about  98  miles  of  line 
to  servo  321  customers  in  Berkeley  and 
Dorchester  Counties.  The  project  pre- 
viously has  been  allotted  $770,328  to 
build  767  miles  of  line  to  serve  3,277 
customers  in  28  counties  throughout  the 
State. 

$97,000  to  build  about  108  miles  of  line 
to  serve  311  customers  in  Titus  and 
Morris  Counties.  The  project  previously 
has  been  allotted  $174,000  to  build  202 
miles  of  line  to  serve  650  customers  in 
the  above  mentioned  and  Cass  and  Bowie 
Counties . 

$111,000  to  build  about  115  miles  of  line 
, to  serve  418  customers  in  Fannin  and 
Collin  Counties.  The  project  previously 
has  been  allotted  $100 ; 000  to  build  125 
miles  of  line  to  serve  500  customers  in 
the  above  mentioned  and  C-rayson  and  Hunt 
Counties. 

$304,000  to  build  about  329  miles  of  line 
to  serve  988  customers  in  Lynn,  Hockley, 
Terry  and  Garza  Counties. 

$225,000  to  build  about  247  miles  of  line 
to  serve  768  customers  in  Shelby, 
Nacogdoches , San  Augustine  ar.&  Sabine 
Counties.  The  project  previously  has 
been  allotted  3124,000  to  build  136 
miles  of  line  to  serve  560  customers, 
and  $15,000  to  finance  house  wiring  and 
plumbing  installations. 


WISCONSIN  14  OCONTO 
Oconto  Electric  Cooperative 
Gillett,  Wisconsin 
(Earl  G.  Redman,  Supt.) 


WISCONSIN  41  VERNON 

Vorn on  County  Electric  Cooperative, 

Westby,  Wisconsin 

(N.  E.  Leifer,  Manager) 
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$106,000  to  build  about  91  miles  of  line 
to  serve  316  customers  in  Oconto, 
Marinette  and  Shawano  Counties.  The 
project  previously  has  been  allotted 
$307,000  to  build  313  miles  of  line  to 
serve  1,095. customers,  and  $10,000  to 
finance  house  wiring  and  plumbing  in- 
stallations . 

$157,000  to  build  about  135  miles  of  line 
to  serve  411  customers  in  LaCrosse, 
Monroe,  Vernon  and  Saule  Counties.  The 
project  previously  has  been  allotted 
$480,000  to  build  505-§  miles  of  line  to 
servo  1,575  customers  in  the  above  men- 
tioned and  Crawford  and  Juneau  Counties. 


(FOR  WIRING) 

The  following  allotments  have  been  made  to  finance  house-wiring  and 
plumbing  installations,  to  be  re-lent  by  the  borrowers  to  their  individual  members  I 


GEORGIA 

70  MITCHELL 

Mitchell 

County  Electric 

Member 

ship  Corporation 

Camilla, 

Georgia 

( Nathan 

M.  Keadle,  Supt.) 

GEORGIA 

73  DODGE 

Ocnulgee 

Electric  Membership  Corp.  , 

Eastman, 

Georgia 

(R.  J.  S 

ini th,  Supt.) 

MINNSS0T 

A 1 KANABEC 

P. I . C .K. 

Cooperative  Electric  Ass'n 

Braham , 

Minnesota 

(Boauford  Johnson,  Supt.) 

OHIO  33 

AUC-LaI  Zu 

Western  Farm  Bureau  Electric 
Cooperative,  Inc., 

St.  Marys,  Ohio 
(Thomas  R.  Kern,  Supt.) 


$20,000.  The  project  previously  has  been 
allotted  $325,000  to  build  367  miles  of 
line  to  servo  1,107  customers  in  Mitchell, 
Dougherty,  Worth,  Decatur  and  Turner 
Counties,  and  $16,000  for  wiring. 

$20,000.  The  project  previously  has  been 
allotted  $163,000  to  build  157  miles  of 
line  to  serve  748  customers  in  Dodge, 
Pulaski  and  Bleckley  Counties. 

$10,000.  The  project  previously  has  been 
allotted  $357,000  to  build  332  miles  of 
line  to  serve  969  customers  in  Kanabec, 
Isanti,  Mille  Lacs,  Benton,  Chisago,  Pine 
and  Sherburne  Counties,  and  $5,000  for 
wiring. 

$5,000.  The  project  previously  has  boen 
allotted  $629,000  to  build  576  miles  of 
line  to  serve  1,913  customers  in  Allen, 
Auglaize,  Mercer,  Da,rke  and  Van  Wert 
Counties. 
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